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Message Text 

UNCLASSIFIED 

PAGE 01 STATE 006046 
ORIGIN DOE- 11 

INFO OCT-01 EUR- 1 2 ISO-OO SOE-02 OES-07 ACDA-12 
CIAE-00 INR-07 10-14 L-03 NSAE-00 NSC-05 EB-08 
NRC-07 DODE-OO SS-15 SP-02 /106 R 

DRAFTED BY USDOE;IA;MCCLARY;DS 
APPROVED BY OES/EX:DDEHAVEN 
SDOE:IA:MCCLARY 
IO/SCT - A.TILI .SON 

107602 101842Z/53 

P 101754Z JAN 78 

FM SECSTATE WASHDC 

TO AMEMBASSY VIENNA PRIORITY 

UNCLAS STATE 006046 

E.O. 11652: N/A 

TAGS: AORG, OCON, IAEA, ENRG, TECH 

SUBJECT:IAEA TECHNICAL COMMITTEE MEETING ON NUCLEAR POWER 
PLANT CONTROL & INSTRUMENTATION ELECTRONIC EQUIP- 
MENT TO ACHIEVE ELECTROMAGNETIC COMPAT ABILITY, 

WINFRITH, DORSET, UK, FEB 28 - MAR 2, 1978 

REF: A VIENNA 9688 

1 . REQUEST MISSION NOMINATE CHARLES E. KNEEBURG, JR., 

(DUKE POWER COMPANY, POWER BUILDING, BOX 2178, CHARLOTTE, 

NC 28242) AND J. A. NEUNER (WESTINGHOUSE ELECTRIC CORP- 
ORATION, P. O. BOX 355, PITTSBURGH. PA 15230) TO ATTEND 
SUBJECT MEETING AT THEIR ORGANIZATION'S EXPENSE. 

2. COPY OF NRC MEMO FORWARDED TO LEAHY 1/6/78 . 

3. OFFICIAL INVITATIONS SHOULD BE SENT DIRECTLY TO RPT 
UNCLASSIFIED 
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Concepts: ELECTRONIC EQUIPMENT, COMMITTEE MEETINGS, COMMITTEES, MEETINGS, NUCLEAR POWER PLANTS 

Control Number: n/a 
Copy: SINGLE 
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Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 jan 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1978STATE006046 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D780015-0014 
Format: TEL 
From: STATE 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1978/newtext/t1 97801 80/aaaacpji. tel 

Line Count: 56 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 

Message ID: cda6eae4-c288-dd1 1-92da-001cc4696bcc 

Office: ORIGIN DOE 

Original Classification: UNCLASSIFIED 

Original Handling Restrictions: n/a 

Original Previous Classification: n/a 

Original Previous Handling Restrictions: n/a 

Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
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Retention: 0 

Review Action: RELEASED, APPROVED 
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Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
SAS ID: 3800058 
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Subject: IAEA TECHNICAL COMMITTEE MEETING ON NUCLEAR POWER PLANT CONTROL & INSTRUMENTATION ELECTRONIC EQUIP- 
MENT TO ACHIEVE ELECTROMAGNETIC COMPATABILITY 
TAGS: AORG, OCON. ENRG, TECH, IAEA 
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